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STAT 


Case I 

Alvmlntjm Suitcase w/brown dust cover coutainlng: 

1 - 1000 ft 35 film magasliie 
1 - 400 ft 35 fllai magazine 

1 - low light level cutout 
1 - Zeiss f/2 #38»<0874 

1 > Boresl^t 

1 - Leltz modified Vlsoflex 
1 - Icit of tools 

Case II 

Suitcase with blue cover: 

1 - 100 ft magazine 

1 • toolbox v/spare parts 

2 - circuits for camera exposure contolenp 
2 - belts for 1000* sxigazlne 

2 - belts for 400* magazine 

2 > Plastic gear for camera 

6 • mlcrosvitches for camera (5A5025) 

U . mlcrosvitches for camera (5A501d) 

1 - spare motor to operate camera film drive 
1 - spare motor to operate camera shutter control 
10 - data lamps 

1 • lens svpport for Mlrrotel (coeplete) 

1 - spare low level light cutout 
1 - intervalometer 
1 - VLS-2R optical trigger w/cable 
1 - amplifier attached to baseplate 

1 each • front and rear end plates for 40" lens sv^ports (rings) 
1 > tripod head slide 
1 • nlkor tank 35 xm 
1 - bllBjp (barney) 

Case III 

Leather camera case 6 x 10 x 12 v/straps: 

1 - 4o" coUc^slble lens 
1 • 35 mm pulse camera 

3 - filters (clear, yellow, red) 

CMOt IV 


1 - Julden battery 
1 • Intervalometer relay v/cable 

1 - hemd switch for manual operatloi of camera v/cable 
1 > extra length (approx 30*) of cable for remote control of camera 
4 - espty cans 

Case V 

1 • tripod Hercules In fiber case 12" dlam x 4 f t v/base support for 40” lens 
(2 rods, 1 rod, 1 ring) 

Case VI 

15 • 100 ft rolls Snix Plus X film 
10 - 100 ft rolls Paiuitomlc X 


STAT 
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Case VII 

1 - Battery charge 
1 - Varlac 

Hand Carry 

1 - Nikkon camera |620004$ - lens 5 cm f/2 722^5 
1 - Weston meter #3 " 1350071 
1 > operating Instructions 
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